Epileptic seizure 


Sawyer Exii. B, XXI 399 - police radio log 

CE 1358» XXII 5 - police log. Ambulance called at 12:19 p.m., 

left with patient Just prior to 12:25 p.m* 

CE 1974» XXIII 839 - police log 

Parkland Hospital, admission record 
Price Exh* No. 5. XXI 156 


BBC tape, THE DAY THE PRESIDENT DIED 

Pierce Allman (sp?). Dallas television executive (WFAA?) at 

Intersection* Elm and Houston. 

Bill Burkett (sp?), Dallas businessman, at corner of Main and Akard. 


Aubrey Hike, ambulance driver, having Just brought In a patient, 
was standing by the admission desk. Parkland Hospital: 


We was waiting at the admitting desk for oxor patient to 
be registered In. to the hospital when two men, well dressed In suits, 
one carrying a brief case» the other carrying a large rifle - It 
appeared to me to be a machine gun - come rushing Into the hospital, 
first thing that appeared to me, that It was some "lunace" person. ’> 
The m^ with the briefcase Immediately started hollering for someone 
to bring some stretchers. The man with/ the rifle hollered for 
everyone to clear out. I was so scared at the time I couldn't move 
^d I guess 15 seconds had elapsed and the Vice-President of the United 
Stabes., Lyndon Johnson, was being brought Into the hospital, two men 
escorting hlm> had him underaeath the anns^ He was very pale— looklnge 
as if he h^ suffered a heart attack or something. Then Immediately 
following him they brought In our Oovernor of the state, John Con- 
nally, and they rushed him by us» We were standing not more than 
two feet from him at the time. Immediately behind him, with about 
a five-second lapse, they brought In this other gentleman who had 
a coat over his face.” 


